LA  Sanitation 
Clean  Street  Los  Angeles 

WPD  Posting 

02/28/2019 

*  HE  -  Homeless  Encampments 


Team  1-  CD10:Southwest  &  Oympic  Division 


Authorization# 

Auth  Address/ 
Address  to  Post 

Cross  Street  #1 

Cross  Street  #2 

Details 

Comments 

Police  Division 

1 

190116024 

4083  W28TH  ST,  90018 

MONT  CLAIR  ST 

EDGEHILL  DR 

ALLEY 

Not  Authorized  -  Missing  LAHSA 
Signature 

HE  LOCATED  IN  ALLEY  - 
ENTRANCE  ON  W  28TH  ST 

SOUTHWEST 

2 

190130001 

2323  W  JEFFERSON 
BLVD,  90018 

4TH  AVE. 

3RD  AVE 

SIDEWALK/STREET 

Not  Authorized  -  Missing  LAHSA 
Signature 

SOUTHWEST 

3 

190130009 

2207  S  WESTERN  AVE, 
90018 

20TH  ST 

22ND  ST. 

SIDEWALK/STREET 

Not  Authorized  -  Missing  LAHSA 
Signature 

SOUTHWEST 

4 

190130008 

NORMANDIE  AVE  AT 
SANTA  MONICA 

FRWY,  90007 

20TH  ST 

23RD  ST. 

SIDEWALK/STREET 

Not  Authorized  -  Missing  LAHSA 
Signature 

HE  AT  UNDERPASS/ANOTHER  HE 
AT  EAST  FWY  EXIT 

SOUTHWEST 

6 

190107008 

600  S  MARIPOSA  AVE, 
90005 

5TH  ST/  6TH  ST 

6TH  ST 

SIDEWALK/STREET 

HE  LOCATED  ON  SIDEWALK 

OLYMPIC 

7 

190107012 

3636  W  6TH  ST,  90020 

ARDMORE  AVE 

WILSHIRE  BLVD 

SIDEWALK/STREET 

HE  LOCATED  ON  SIDEWALK 

OLYMPIC 

9 

190128018 

687  S  HOBART  BLVD, 
90005 

WILSHIRE  BLVD/ 
7TH  ST 

7TH  ST 

SIDEWALK/STREET 

Not  Authorized  -  Missing  LAHSA 
Signature 

OLYMPIC 

10 

190128017 

670  S  KINGSLEY  DR, 
90010 

WILSHIRE  BLVD / 
7TH  ST 

7TH  ST 

SIDEWALK/STREET 

Not  Authorized  -  Missing  LAHSA 
Signature 

located  on  Kingsley  side  of  parking 
structure 

OLYMPIC 

11 

190129005 

3701  W  6TH  ST,  90020 

5TH  ST 

WILSHIRE  BLVD 

SIDEWALK/STREET 

Not  Authorized  -  Missing  LAHSA 
Signature 

HE  ON  SIDEWALK 

OLYMPIC 

12 

181119014 

271  S  NEW 

HAMPSHIRE  AVE, 

90004 

1ST  ST 

3RD  ST 

SIDEWALK/STREET 

HOMELESS  ENCAMPMENT 
LOCATED  THROUGHOUT  THE 
WHOLE  BLOCK 

OLYMPIC 

Team  2-  CD  9:  Newton  Division 


Team  2  -  OT  Approved  for  for  3  hours.  (Please  post  for  1 1  hours  of  work) 

Authorization# 

Auth  Address/ 
Address  to  Post 

Cross  Street  #1 

Cross  Street  #2 

Details 

Comments 

Police  Division 

1 

181116002 

1821  E43RD  ST,  90058 

41 RD  ST  TO 
VERNON 

ALEMEDATO  LONG 
BEACH 

NEWTON 

2 

190208007 

360  W  39TH  ST,  90037 

GRAND  AVE 

DEAD  END 

SIDEWALK/STREET 

Not  Authorized  -  Missing  ALL  3 
Signatures 

Location  in  underpass  and  around  it 
down  Grand  Ave  to  dead  end. 

NEWTON 

3 

181024003 

340  W  33RD  ST,  90007 

S  HOPE  ST 

S  GRAND  AVE 

SIDEWALK/STREET 

Not  Authorized  -  Missing  LAHSA 
Signature 

MULTIPLE  HE  ALONG  SIDEWALK 

NEWTON 

4 

180906007 

3732  S  HILL  ST,  90007 

W  37TH  PL 

SIDEWALK/STREET 

Not  Authorized  -  Missing  LAHSA 
Signature 

HE  OBSTRUCTING  SIDEWALK  BY 
INTERSECTION 

NEWTON 

5 

181210012 

3763  S  HILL  ST,  90007 

S  GRAND  AVE 

SHILL  ST 

SIDEWALK/STREET 

Not  Authorized  -  Missing  LAHSA 
Signature 

HE  LOCATED  ON  SIDEWALK 

NEWTON 

6 

180811007 

331  W  37TH  ST,  90007 

FLOWER 

GRAND 

SIDEWALK/STREET 

Not  Authorized  -  Missing  LAHSA 
Signature 

UNDER  THE  FRWY  OVERPASS 

NEWTON 

7 

181221017 

36TH  ST  AT  HILL  ST, 
90007 

HILL  ST 

SIDEWALK/STREET 

Not  Authorized  -  Missing  LAHSA 
Signature 

HE  LOCATED  ON  SIDEWALK 

NEWTON 

8 

180919013 

3848  S  HILL  ST,  90037 

39TH  ST 

SIDEWALK/STREET 

Not  Authorized  -  Missing  LAHSA 
Signature 

HE  LOCATED  ON  SIDEWALK 

NEWTON 

9 

180927013 

3221  S  HILL  ST,  90007 

GRAND  AVE 

33RD  ST 

SIDEWALK/STREET 

Not  Authorized  -  Missing  LAHSA 
Signature 

NEWTON 

OT  CD  9  GRAND  LOCATIONS 

10 

181203009 

52ND  PL  AT  FLOWER 
ST,  90037 

110  FREEWAY 

FLOWER  ST 

SIDEWALK/STREET 

PLEASE  POST  BOTH  SIDES  OF 
THE  STREET 

77TH  STREET 

11 

190212021 

416  W52ND  ST,  90037 

FLOWER  ST 

FIGUEROA  ST. 

SIDEWALK/STREET 

Not  Authorized  -  Missing  LAHSA 
Signature 

PLEASE  POST  BOTH  SIDES  OF 
THE  STREET 

77TH  STREET 

12 

190207013 

52ND  PL  AT  GRAND 
AVE,  90037 

GRAND  AVE 

52ND  PL 

SIDEWALK/STREET 

PLEASE  POST  BOTH  SIDES  OF 
THE  STREET 

NEWTON 

13 

190207012 

334  W  54TH  ST,  90037 

GRAND  AVE 

S  BROADWAY 

SIDEWALK/STREET 

PLEASE  POST  BOTH  SIDES  OF 
THE  STREET 

NEWTON 

Team  3-  CD14:  Northeast  &  Hollenbeck  Division 

Authorization# 

Auth  Address/Address 
to  Post 

Cross  Street  #1 

Cross  Street  #2 

Details 

Comments 

Police  Division 

1 

190219001 

7447  N  FIGUEROA  ST, 
90041 

EAGLE  VISTA  DR 

COLORADO  BLVD 

SIDEWALK/STREET 

Not  Authorized  -  Missing  LAHSA 
Signature 

HE  AT  UNDERPASS 

NORTHEAST 

2 

190211011 

1298  N  AVE  53,  90042 

E  YORK  BLVD 

LINCOLN  AVE. 

SIDEWALK/STREET 

Not  Authorized  -  Missing  LAHSA 
Signature 

NORTHEAST 

3 

190221007 

120  N  AVE  63,  90042 

YORK  BLVD 

GARVANZA  AVE. 

SIDEWALK/STREET 

Not  Authorized  -  Missing  LAHSA 
Signature 

NORTHEAST 

4 

190116006 

4718  E  HUNTINGTON 

DR  SOUTH,  90032 

HARRIMAN  AVE 

MINTO  CT 

SIDEWALK/STREET 

HE  IN  ALLEY  BETWEEN  BIG  APT 
COMPLEX  AND  SMALLER  ONE 

HOLLENBECK 

5 

181214003 

5470  E  ALHAMBRA 

AVE,  90032 

BULLARD  AVE 

COVINA  ST 

SIDEWALK/STREET 

Not  Authorized  -  Missing  ALL  3 
Signatures 

HE  LOCATED  NEAR  RAILWAY, 
POSSIBLY  PRIVATE  PROPERTY 

HOLLENBECK 

6 

190123009 

BOYNE  ST  AT  15TH 

ST,  90023 

15TH  ST 

SIDEWALK/STREET 

Not  Authorized  -  Missing  LAHSA 
Signature 

HE  LOCATED  ON  SIDEWALK 
INTERSECTION 

HOLLENBECK 

7 

190225003 

2552  E  OLYMPIC 

BLVD,  90023 

RIO  VISTA  AVE. 

DEAD  END 

SIDEWALK/STREET 

Not  Authorized  -  Missing  ALL  3 
Signatures 

HOLLENBECK 

8 

190221009 

3214  E  MINES  AVE, 
90023 

Grande  Vista  Ave 

SIDEWALK/STREET 

Not  Authorized  -  Missing  LAHSA 
Signature 

HOLLENBECK 

9 

181211026 

3456  E  LANFRANCO 

ST,  90063 

ESTUDILLO  AVE 

SLORENAST 

SIDEWALK/STREET 

Not  Authorized  -  Missing  ALL  3 
Signatures 

HE  LOCATED  ON  SIDEWALK 

HOLLENBECK 

10 

190221013 

ARTEMUS  ST  AT 
ANDERSON  ST,  90033 

MISSION  RD 

ANDERSON  ST 

SIDEWALK/STREET 

Not  Authorized  -  Missing  LAHSA 
Signature 

HOLLENBECK 

Team  4-  CD  15:  Harbor  &  Southeast 

Division 

Authorization# 

Auth  Address/Address 
to  Post 

Cross  Street  #1 

Cross  Street  #2 

Details 

Comments 

Police  Division 

1 

190103012 

714  N  BROAD  AVE, 
90744 

BROAD  AVE 

ANAHEIM  ST 

SIDEWALK/STREET 

HARBOR 

2 

181129014 

522  N  AVALON  BLVD, 
90744 

E  EAST  ST 

F  ST 

SIDEWALK/ALLEY 

HE  LOCATED  ON  SIDEWALK  & 
ALLEY 

HARBOR 

3 

181129013 

DRUMM  AVE  AT  Q  ST, 
90744 

GAMBLE  AVE 

SANDISON  ST 

SIDEWALK/STREET 

HARBOR 

4 

181213012 

1952  E  112TH  ST, 

90059 

GRAPE  ST 

WILMINGTON  AVE. 

ALLEY/STREET 

HE  IN  THE  ALLEY  BEHIND  1952 

SOUTHEAST 

5 

181218009 

9312  S  HICKORY  ST, 
90002 

HICKORY  ST 

GRAPE  ST 

ALLEY/STREET 

HE  IN  ALLEY  BEHIND  9312 

SOUTHEAST 

6 

190104002 

15609  S  FIGUEROA  ST, 
90248 

W  REDONDO 
BEACH  BLVD 

W 157TH  ST 

SIDEWALK/STREET 

HE  LOCATED  ON  SIDEWALK 

SOUTHEAST 

OHS  -  Central  Division 

Authorization# 

Auth  Address/Address 
to  Post 

Cross  Street  #1 

Cross  Street  #2 

Details 

Comments 

Police  Division 

1 

190124003 

R2A:  Wall  (3rd  to  5th) 

PLEASE  DO  NOT  CLOSE 
AUTHORIZATION 
Expanded  Skidrow  Concentrated 
Clean  up. 

CENTRAL 

